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Dear Editor, 

We are writing in response to the article published in your 
journal by Stenholm and colleagues entitled 'Association 
between obesity history and hand grip strength in older 
adults — exploring the roles of inflammation and insulin re- 
sistance as mediating factors'. J Gerontol A Biol Sci Med 
Sci. 2011;66A(3):341-348. 

This article explores the association between obesity, de- 
fined as body mass index (BMI) >30 kg/m^, and hand grip 
strength. The authors report that obese men and women (n = 
2,021) had lower grip strength than nonobese participants. 
Additionally, using recall of past weight to retrospectively 
calculate BMI across adulthood, a dose-response associa- 
tion was observed between longer obesity duration and low- 
er grip strength. 

These results conflict with those of other groups who have 
not reported inverse associations between BMI and grip 
strength (1,2). However, all linear regression analyses in 
Stenholm's article were adjusted for body weight, to account 
for differences in muscle strength associated with increasing 
body size. Logistic regression models were also adjusted for 
body weight by virtue of the relative outcome measure used 
(grip strength/weight). The linear regression equation de- 
scribing the simplest model reported in the article (Table 2, 
model 1: never obese vs currently obese) can be written as: 

Grip strength — constant + [3 1 x currently _ obese 

+ P 2 X age + P 3 X sex + P 4 x weight 

Given that obesity is defined using BMI, this could also 
be written as: 

^ • , n , weight „ ^ 

Grip strength = constant + P 1 x ^— + p 2 x age 

height 

+ P 3 X sex + p 4 X weight 

When written out in this way, it is clear that overadjust- 
ment in analyses is a concern. The coefficient pi represents 



the difference in grip strength between participants with a 
BMI > 30 kg/m^ and those with a BMI < 30 kg/m^ when 
age, sex, and weight are held constant. However, if weight 
is held constant, BMI can only differ if height varies be- 
tween the two groups considered. Thus, increasing BMI is 
simply an indicator of lower height, rather than obesity, and 
the inverse association reported mainly indicates a positive 
association of height with grip strength. 

We can illustrate this using data from the third health 
examination (3HC) of our own cohort study, the European 
Prospective Investigation into Cancer (EPIC)-Norfolk (3). 
Table 1 shows the mean maximum grip strength and height 
of men and women by tertile of BMI. When all participants 
are considered together, grip strength increases with in- 
creasing BMI and height does not differ between catego- 
ries. However, when participants are stratified into tertiles 
of weight, grip strength decreases with increasing BMI 
and increasing BMI is now also associated with decreasing 
height. 

Furthermore, after characterizing participants as obese 
and nonobese using the same BMI cut point as Stenholm, 
we found that the direction and strength of association be- 
tween "obesity" and grip strength changed with adjustment 
for weight. In cross-sectional analyses, obese participants 
were 0.71 kg (95% confidence interval 0.38, 1.04) stronger 
than nonobese participants after adjustment for age and 
sex but were 2.31 kg (95% confidence interval 1.87, 2.75) 
weaker after further adjustment for weight. 

In summary, it is important to consider the consequences of 
adjusting for covariates in statistical models. In this example, it 
was reasonable to consider the influence of body size variations 
unrelated to fat accumulation on the association being investi- 
gated, but the method employed was flawed. When using BMI 
as the adiposity measure, it is inappropriate to adjust analyses 
for weight, since this creates an inverse association between 
BMI and height and renders regression models difficult to 
interpret. This leads to uncertainty that the data presented by 
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Table 1 . Mean Maximum Grip Strength (kg) of Men and Women From the 3HC of EPIC-Norfolk Across BMI Categories, 
After Stratification of Participants into Sex-Specific Tertiles of Weight and Adjustment for Age 

BMI Tertiles 



1 2 3 



Weight 
Tertiles 


N 


Mean maximum grip 
strength, in kg {SE) 


Height, in cm 


Mean maximum grip 
strength, in kg {SE) 


Height, in cm 


Mean maximum grip 
strength, in kg (SE) 


Height, in cm 


Men 
















All 


3,797 


38.0 (0.20) 


174 


39.3 (0.20) 


173 


40.0 (0.20) 


173 


1 


1,259 


37.4 (0.23) 


171 


36.9 (0.40) 


166 


35.4(1.32) 


159 


2 


1,272 


39.7 (0.39) 


180 


39.5 (0.26) 


173 


38.5 (0.42) 


168 


3 


1,266 


42.3 (1.40) 


190 


41.4 (0.41) 


182 


40.6 (0.22) 


175 


Women 
















All 


4,644 


23.9 (0.13) 


161 


24.4 (0.13) 


161 


24.7 (0.13) 


160 


1 


1,537 


23.6 (0.14) 


160 


22.7 (0.28) 


153 


20.2 (1.20) 


147 


2 


1,547 


25.0 (0.28) 


167 


24.5 (0.16) 


161 


23.6 (0.30) 


154 


3 


1,560 


26.5 (1.56) 


177 


25.8 (0.30) 


168 


25.0(0.14) 


161 



Notes: Weight tertiles— men: <75.6, 75.7-85.4, and S85.5 kg; women: <62.0, 62.1-71.7, and >71.8 kg. BMI tertiles— men: <25.4, 25.4-28.1, and >28.1kg/m^; 
women: <24.2, 24.2-27.7, and >27.7 kg/m-. BMI = body mass index. 



Stenholm and colleagues can support the conclusions made, 
even though the conclusions themselves may be valid. 
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